Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/22/2010 8:15:27 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Popstefanija, Marija (DPH) 

[Marija.Popstefanija@state.rna.us]; Taugher, Helen (DPH) [Helen,Taugher@state.ma.us] 
CC: Nathhorst Richard P. [nathhorst@facil.umass.edu] 

Subject: Morrill Visit tomorrow 


Folks, 

Paul is scheduled to arrive on campus at 10:00. We will be meeting him at our office and coming over from 
here. If he is on time we should be at your offices around 10:15 to 10:30. If there is bad weather I am unsure 
what will happen. If there is a specific room you would like to meet please let us know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 



(F) 413-545-3684 
slobik@facil.umass.edu 
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